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Reacting Platen 
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Loading Platen 

Front view from Reacting Platen 





Bottoms up view of Reacting Platen 



Proposed Ul 


■ Select Platen distance 

■ Enter Platen deflections 

■ By angle displacement 

■ By piston displacement 


Resulting platen angle 
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